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NEW BOOKS 


Of the approximately 200 new books received by the Army Medical Library 
each manth a few are being chosen, more or less at random, for brief mention 
here. 


BERNHEIM, FREDERICK. pe waberactjon sé Grugs and cell catalysts. Minneapo- 
lis, Burgess publishing co., ’ Pe 


This monograph has for its purpose a review of the literature bearing on 
the correlation between enzyme and pharmacological action of drugs. An- 
sewers are sought to the question (1) If a drug alters the activity of a 
specific enzyme in vitro, how far can the pharmacological effects of the 
drug be explainedon this basis?and (2) If an enzyme inactivates a drug in 
vitro can this explain its fate in the body? 


GESELL, ARNOLD AND FRANCES L. ILG. I t and child in the culture of to- 
day i " the of devel nt in fa: and nursery school. New York 
London, per Stetisee T9435, 359 p. 








The mental growth characteristics of the first five years of life are mi- 
utely described for each of twelve selected age periods.These typical 
growth trends of each age are summarized in a behavior ofile and a be- 
havior « The book deals with the amenities of civilization as express- 

ot refinements of child care. It is the outgrowth of many years 
of practical experience correlated with a systematic program of research, 
under the auspices of the Clinic of child development of the School of 
medicine of Yale University. 


KAHN, FRITZ. in structure function. Translated from the German and 
edited by oon: ieee eb De 1S VGH" , Alfred A. Knopf, 1943, 2 vols. 


This is a profusely illustrated account of modern human biology. It im- 
Parts the knowledge which permits on to increase his abilities, main- 
tain his health, overcome disease, live longer and more actively than his 
ancestors, while participating in the joys and progress of our age. 


LEWISON, MAURICE, ELLIS B. FREILICH, AND GEORGE C. COE. ee of si- 
cal aaaponis. with 2Re consideration of the heart a un, * 
¥ *s. 


rev. cago, year book publishers, inc. \clS427 3526 p. 


On the basis of extensive teaching experience the authors present in this 
book the essentials without sacrificing important details. The older es- 
tablished principles of inspection, palpation percussion, and ausculta- 
tion are given special attention as well as the physiological principles 
underlying the findings in the normal chest and their alterations re- 
sponsible for the findings in the abnormal chest. 


MARTIN, EDGAR W. The sta da of living in 1860; rican consumption lev- 
els on the eve ri Vil War. Chicago, Ill., University of Chicago 
press [cl942] 461 p. 


A thoroughly documented account of the cost of the principal commodities, 
the conmiaas of wages and of living conditions, in the United States im- 
mediately preceding the outbreak of the Civili War. This level of living 
at one time and place serves as a basis for evaluating the changes in eco- 
nomic history which occur. 


MOWRER, ERNEST R. ROPwEIC er Sad personal and social. Philadelphia, eto., 
Pe 





J.B. Lippincott co. 


The major problems of personal and social disorganization are systemati- 
cally analysed from the point of view of social psychology. The statisti- 
cal findings which form the basis of much of this analysis are those col- 
lected by the Work Projects Administration of Illinois upon the social 
disorganization of Chicago. 
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$5.50 per year in other countries. The Recent Book Acquisition may be ob- 
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1. Anatomy; Histology PETERS, H.T. Studies on the biology of Ano- 


pheles walkeri Theobald (Diptera; Culci- 
dae). 117-22, 
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ry ——jnat. Rec., 1943, 86: (April) FISCIITHAL, J.H. Number of larvae and time 
on 1 required to produce active immunity in 
NSLOCKI, G-Vs Hemopoiesis in the chorionic rats against Trichinella spiralis. 123- 
villi of the placenta of platyrrhine mon- 6. 
= keys. 349-63. VAN CLEAVE, H.J., & WILLIAMS, C.0. Mainte- 
MusSON, A.A. Sensory type neurons in the nance of a trematode, aspidogaster con- 
typoglossal nerve. 365-75. chicola outside the body of its natural 
} ye, H. Factors influencing development | host. 127-30, 
: of scrotum. 377-85. BEQUAERT, J. Notes on ilippoboscidae; Hippo- 
WILLIPS, R.W., & ZELLER, JH. Sexual devel- boscidae from southern Brasil, with the 
) Pa gg small and large types of swine. description of a new species of Lynchia. 
® 367-400. 131-5. 
TRNER, M.L., & HALL, V.E. The effect of re- | |rencuson, M.S. Development of eye flukes of 
noval of a large part of the lymphoid sys- fishes in the lenses of frogs, turtles, 
; tem on the weight of the portion remain- birds, and mammals. 136-42, 
ing in situ. 401-12, STUNKARD, H.W. A new trematode, Dictyarlgium 
SPERLING, F. Extra-epidermal and supernun- chelydrae (Microscaphidiidae-Angiodictyi- 
erary lenses in associatéton with cyclopean dae) from the snapping turtle, Chelydra 
- eyes in Amblystoma embryos. 413-25. serpentina. 143-50. 
MUN, L. The lymphatics of the parietal tun-| | jones, W.R., & JONES, Hl.A. Preliminary ob~ 
: ica vaginalis propria of man. 427-33. servations on the efficacy of a product 


from oil of rose geranium for the removal 


f intestinal parasites from dogs. 
) Anthropology; Ethnology : 
2 ' 181. 


JONES, W.R., & JONES, il.A. Preliminary obser- 
“Tathrop. Briefs, N-Y., 1942, No.z. vations on the efficacy of a product from 


oil of rose geranium for the removal of 





a 


START, T.D. Variations in the technique intestinal parasites from dogs. 151. 
of measuring skulls. 1-6. TIOMPSON, P.E. The relative incidence of 
. STEGGERDA, M. Anthropometry of the living; blood parasites in some birds from Georgia. 
a study of checking of techniques. 7-15. 153-5. 
$ SHAPIRO, II,.L. Variations in samples of iden- HANNEREAUX, R.F. Qpecoelina pharynmagna n.sp. 


tical populations. 16-28, (Trematoda) from the China rockfish. 155. 

USBURN, S.L. Technique in primatology; in- | |caNDLER, A.C. A redescription of Contracae- 

: dices. 29-32. cum habena (Linton, 1900) Linton, 1934. 
156. 

CHANDLER, A.©. A case of canine strongyloid- 


5 Bacteriology; Parasitology 4 iasis in Texas. 157. 
s ‘ “ GOBLE, F.C. Notes on the adults of Proto- 


h = 
J. wlainth., S. Albans, 1942, 20: aug.) er ee ee enna 


MORGAN, B.B. New host records of nematodes 





QOODEY, T. Brevibucca frugicola n. sp., a 





from Mustelidae (Carnivora) 158. 
Ste, en Cee te aetting Linn, £., 2: SMNOON, 4. saben parasites: 
. A of the fox squirrel, Sciurus niger rufi- 
- 2. Rose nag oe ethgy scam i pge ed venter, in southeastern Kansas. 159. 
0 sooner ry nemato om ° ° ROGERS, W.P, Strongyloides planideps, new 
, T. Observations on Mononchus triden- name of S. cati Rogers. 160 
tatus, M. brachyuris and other species ainsi , 
of the Mononchus. 9-24. 6 
< CLAPHAM, P.A. On 2 new coenuri from Africa, 5 Biology; Embryoiegy 
— -~ on the development of the . ’ 
a 8. 26-31. 
. CLAPHAM, P.A. On identifying Multiceps spp, Biodynamics, 1542, 2: No.z. 
en nmement of the large hook. — uanuse. 1-8 
D.W. On the lethal effect of sul- ° e 
. phar dioxide en eelworm cysts adherent I ere (the) of fruit trees, berries and 
0 seed potatoes. 41-50 ah ae 
FENWICK, ome The degree of Heterodera in- PFEIFFER, E.E. The biological role of the 
a“ fectivity of soil and its determination. earthworm. 18-21, 
: 50-66, 
6 
‘ +» Lancaster, > 20: (Apr 9. Cardiovascular System 
CORT, W.W., & OLIVIER, L. The development 
of the larval Stages of Plagiorchis muris 
», 1922, in the first intermediate Am. ar 


host. 81-99, °? » “5: (Apr 


COODNIGHT, C.J, Report on a collection of | |HARPUDER. k 
POUT C33; Report on s , K., & STEIN, 1.D. Studies on the 





nature of pain arising from an ischemi 
LINCICOME, D.R. Acanthocephala of the genus limb; clinico : = 
iT . id 
toranoome from the California sea-lion. 4 -37 maneeneninsseenmee 


HARPUDER, K., S i _ 
wy «ff MAU, HS. The rate of growth of Anophe- Pr Sones Stein, 1.D.-Studics om the ma 


ture of n aris ' 
retuemzimaculatus in relation to tempe- ae Divchomical etadiess 430-400" 


YA, E., & WHITE, P.D, The relationshi 
ERTSON, J.T, Natural transmission of im- of co : nttal . sease : 
munity against Trichinella spiralis from Me fae 7 Tea ” teens 








mother rats to their offsprings. 114-16. 
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Wood, F.C., WULFERTH, C.C., & GECKELER, G.D. 
Histologic demonstration of accessory mus- 
cular connections between auricle and ven- 
tricle in a case of short P-R interval 
and prolonged QRS complex. 454-63. 

BEAN, W.B. acquired palmar erythema and cu- 
taneous vascular spiders. 463-77. 

HELD, 1.W., & LIEBERSON, A. Pathogenesis of 
subacute bacterial endocarditis, 478-85, 

GORHAM, L.W., & CLIMENKO, ).R. The role of 
insulin-free, histamine-free pancreatic 
tissue extract in the treatment of peri- 
pheral arterial (disease, 486-504, 

NARRELL, G.T., & JOHNSTON, C. Pericardial 
effusion in myxedema. 505-11. 

SCHATTENRERG, H.J., & HARRIS, W.H., JR. 
Aortic aneurysm with rupture into the 
pulmonary artery. 512-21, 

FENNING, C. The capacigraph-string galvano- 
meter for recording arterial and venous 
pulsations. 522-7. 

REPORT OF TIE COMMITTEE of the American ileart 
ASsociation on the standardization of elec-|_| 
trocaritiographic nomenclature. 528-34. 

SECOND SUPPLEMENTARY report by the Committee 
of the American lleart Association for the 
standardization of precordial leads. 535- 


=] 


X 


SENSENBACII, ©.W., & WUTAFF, L.W. A case of 
tricuspid insufficiency with unusual van- 
ous pulsations in the extremities. 539- 


a 


4 . 

WEED, M.R., CLAPPER, M., & MYERS, G.B. Endo- 
carditis caused by the micrococcus Pharyn- 
gis siccus; recovery after treatment with 
heparin and sulfapyricine. 547-52. 


10. Chemistry; Physics 


Chem. Leaflet, 1942-43, 16: No. 8. 





—— (The) of copper and its alloys. 10- 
1 


KRAUS, J.H. Notes on physics: training for 
youth and war workers; written to con- 
form with pre-induction training out- 
lines of the War Department, 34-9, 

TREATMENT£or malaria. 53. 

CONKLIN, E.G. The biological future. 54-6, 

RENTSCIILER, H.G. The bactericidal action of 
ultraviolet radiation. 56-8, 

DEISCHER, C.K., & MC NABB, W.M. An iodomet- 
ric method for the estimation of silver; 
for student use. 94. 


5| 





J. Biol. Chem., 1943, 148: (april) 

GOEBEL, W.F., SHEDLOVSKY, T., ET AL. The 
heterophile antigen of pneumococcus. 
1-15. 

ALMQUIST, H.J., KRATZER, F.H., & MACCHI, E. 
Further experiments on creatine forma- 
tion in the chick. 17-20, 

WENDEL, W.B. Respiratory and carbohydrate 
metabolism of malaria parasites (Plasmo- 
dium knowlesi) 21-34. 

LORING, H.S., & PIERCE, J.G. The isolation 
by differential ultracentrifugation, iden- 
tification, and properties of glycogen 
from Macrosiphum pisi and Aphis brassicae. 
35-40, 

JACOBS, W.A., & CRAIG, L.C. The veratrine 
alkaloids; on rubijervine and isorubi- 
jervine. 41-55. 

CRAIG, L.C., & JACOBS, W.A. The veratrine 
alkaloids; on germine, its foundation 
and degradation. 57-66. 

DOUDOROFF, M., KAPLAN, N., & HASSID, W.Z. 
Phospborolysis and synthesis of sucrose 





7 





Y|THEIS, E.R., & JACOBY, T.F. The acid- ang 


|_| HORECKER, 8.L. The absorption spectra of hem- 








it 


BRUGER, M., & MEMBER, S. Om the fraction. 
tion of iodine in blood. 77-83, 


PEARL, I.W. Determination of iodides in 
urine. 85-8. $ 
HASSID, W.Z., CORI, G.T;, & NC CREADY, Rw, 


Constitution of the polysaccharide 
thesized by the action of crystalline 
muscle phosphorylase. 89-96. 

BUEDING, E., FAZEKAS, J.F., ET AL. Effect 
of insulin on pyruvic acid formation ip 
depancreatized dogs. 97-104. 


base-binding capacity of heat-denatured 
collagen. 105-10. 

BINA, A.F., THOMAS, J.M., & BROWN, E.B, Th 
determination of vitamin Bg (pyridoxine) 
in foods. 111-16. 

COLOWICK, S.P., & KALCKAR, H.M. The role of 
myokinase in transphosphorylations; the 
enzymatic phosphorylation of hexoses by 
adenyl pyrophosphate. 117-26. 

KALCKAR, 11.M. The role of myokinase in tran. 
Phosphorylations; the enzymatic action of 
myokinase on adenine nucleotides. 127-91, 

GOMORI, G. llexosediphosphatase. 139-49, 

BOVARNICK, M.R. Substitution of heated as- 
paragine-glutamate mixture for nicotin- 
amide as a growth factor for Bacteriuy 
dysenteriae and other microorganisms, 
151-61. 

BRIGGS, G.M., JR., LUCKEY, T.0., ET Al..Stud- 
ies on 2 chemically unidentified water- 

soluble vitamins necessary for the chick, 

163-72, 


globin and its derivatives in the visible 
and near infra-red regions. 173-83, 


J. Phys. Chem., 1545, 47: (Feb.) 





FRIEDEN, E.H., DUNN, M.S., & CORYELL, C.). 
Quantitative investigations of amino 
acids and peptides; equilbria between 
histidine and formaldehyde, 85-94, 

MC BAIN, J.W., & BOLDUAN, 0.E.A. Osmotic 
properties of solutions of some typical 
colloidal electrolytes. 94-102. 

BURK, N.F. Effects of inorganic slectro- 
lytes on the liberation of -SH in proteim. 
104-18, 

FRIEDEN, E.H., DUNN, M.S., & CORYELL, C.D. 
Quantitative investigations of amino 
acids and peptides; equilbria between 
amino acids and formaldehyde ;arginine 
and lysine. 118-33. 

BENTE, P.F., & WALTON, J.l. The catalytic 
activity of activated nitrogenous car- 
bons. 133-48. 

KOLTHOFF, I.M., & CARR, C.W. Studies on ag- 

ing and coprecipitation; the distribution 

coefficient of arsenate between magnesim 

ammonium phosphate and solution. 148-52, 

KINNEY, A.R. The decomposition of ethy- 

lene and carbon monoxide on metallic cata- 

lysts. 152-63. 

ECKFELDT, E.L., & LUCASSE, W.W. The liquid- 
liquid phase equilibria of the system 
cyclohexane-methyl alcohol in the pres- 
ence of various salts as third components. 
164-83. 

ECKFELDT, E.L., & LUCASSE, W.W. Lyotropic 
order and the effects of sodium salts on 
the miscibility of cyclohexane and methyl 
alcohol. 183-9. 


11. Dentistry; Stomatology 


KNOX, A. The Navy dental officer in peace 


MC 





with a bacterial preparation. 67-75. 


and war. 165-71. 
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yeaRITT, A.ll. Progress in periodontia. 172- 


uN, L.R. The conservative treatment of 
periapical disease. 177-92. 

popeaTs, E.P. Tinnitus and impaired hearing 
caused by intra-osseous osteogenic fib- 
roma of the maxilla. 193-5. 

steal, L., & KLAIF, J. The stomatitis of 
myeloblastic leukemia. 196-8. 

L., & COLDY, I.S. te — of 

mphi vulgaris. e 

C er gugsent onal medicine. 201. 

fyPIR0, ii.ll. Anatomy for the dental student 
in the clinical years. 203, 


12. Dermatology 
Brit. J. Derm. Syph., 1943, 55: (Feb.) 





1 
SAVATARD, L. Cancer en cuirasse. 31-9. 


DAVIES, J.I1.T., & SMITH, J.F. Eczema epilans; 
° @ variety of dermatitis atrophicans macu- 
losa. 39-45. 

GRAHAM-LITTLE, E. Industrial dermatitis. 46- 


. 


14. Dietetics; Foeds; Nutrition 





justral. J. Dent., las, 47: (Mar.) 


TUKFIELD, W.J., WORNER, H.K., & GUERIN, 
3.0. acrylic resins in dentistry; their 
use for denture construction. 1-26. 
ANDERSON, .N. Discussion of factors which 
tend to predispose and grant immunity to 
dental caries. 27-31. 
LIPSON, H.J., WEISS, S.G. Aviation dentistry. 
32 





Bol. odont., sogota, 1942, 5: (July) 


TORRES PINZON, R. Definicion de la odontolo- 
ja para buscar la mejor organizacion de 
ensenanza. 123-5, 
CAYZEDO, C. DE. Formol. 126-32. 
R.C. Odontorradiografia sobre papel. 
132-5, 
CAYZEDO, C. DE. La clorofila y algunos de 
~ usos en medicina y odontologia. 145- 
CUARTAS JORNADAS odontologicas venezolanas, 
San Cristobal, enero 4-10, 1943. 192-5. 
GOMEZ MARTINEZ, E. El algodon en la odonto- 
logia. 195-7. 
GUTIERREZ B., A. EStomatitis. 207; passim. 
MAYORAL, P. Necesidad de unificar la termin-- 
ologia de las anomalias bucales. 229; 
passim. . 





Bol. odont., Rogota, 1943, 9: (Jan.) 


ALGUNAS NOCIONES actuales acerca de la caries 
dental segun Dechaume. 11. 

SYEET, A.P.S. Movimierto del tubo de rayos 
Xy del paquete. 12. 





Brit. Dent. J., 1943, 74: (Mar.) 


KING, J.D. Nutritional and other factors in 
trench mouth, with special reference to 
the nicotinic acid component of the vita- 
min Bg complex. 113; passim. 

"00D, T.J. Relief of impaction of lower third 
molar. 128, 


Dent. flealth, Wash., 1540, 2: 


— L.D. Dental program in war indust- 

Ties, 3. 

CLAWSON, D. Dentistry in global war. 6-8. 

W CALL, J.0. The place of the voluntary 
agency in community dental service. 13. 








N. York J. Dent., 1044, 1a: (May) 


HYMAN, H.T. The interrelationship between 
the physician and the dentist in pri- 
vate practice, 180-4, 

SALZMANN, J.A. Dental care by state agen- 
cles. 185-7, 





Borden's Rev. Nutr. Res., 1043, 4: 


NUTRITIVE (The) value of butter. 1-10. 
BIOTIN. No.2, 1-8. 





Mitt. Lebensmitteluntersuch., 
33: No. 3/4. 


Bern, 1942, 


CRASEMANN, E. Gegenwartsprobleme der Tier- 
erndhrung. 117-46. 

BRIQUET, E. De l'utilisation des pepins de 
raisin. 147-57. 

DESIIUSSES, J. Recherche de l'acide bromaceti- 
= dans les denrees alimentaires. 158- 
62. 

TERRIER, J. Le dosage des glucides (hydrates 
de carbone) dans une farine lactee. 163- 


| |STREULI, M. Analytische Versuche mit verschie- 


denen Kaffee-Ersats-mitteln; kritische 
Beurteilung bekannter analysen-\Methoden. 
167-89. 

KAPF, ll. Senegalpfeffer (\ohrenpfeffer) als 
Pfeffer-Ersatz. 190-9. 

FELLENBERG, T.VON. Versuche zum Nachweis von 
Lieraibumin und Serumalbumin in Konditorei- 
hilfsstoffen. 200-11. 

FELLENBERG, T.VON. AScorbinsdurebest immungen 
in schweizerischen Lebensmitteln. 212-23. 
FELLENBERG, T. VON. Ueber die Abnahme des 

po te cope C bei der Lagerung der Kartoffein. 
224-31. 

FELLENBERG, T. VON. Bestimmung von Gesamt- 
Aneurin (Vitamin B,) in Lebensmitteln. 
232-46. 

FELLENBERG, T. VON, & OESCH, F. Bestimmungen 
von Vitamin © in Blut und Ilarn nach vera- 
breichung von Vitamintabletten. 247-61. 


15. Digestive System 


Rev. Gastroenter., 1943, 10: (april) 





SWENSON, P.C. X-ray diagnosis of the pri- 
mary malignant tumors of the small intes- 
tine. 77-91. 

GLAESSNER, C.L. Insufficiency of the ileoce- 
cal valve. 91-100. 

GORRELL, R.L. Accurate abdominal diagnosis; 
peritoneoscopy in private practice. 100- 


8. 

PELNER, L. The histidine-histamine antagon- 
ism; the possible mode of action of his- 
tidine in peptic ulcer. 108-12. 

ROSSIEN, A.X. A practical interpretation of 
gastrointestinal symptoms, based on a 3- 
year slinical study; introducing a new 
concise history sheet. 112-18. 

VIETOR, A.C. The anatomical basis for the 
study of splanchnoptosis; the paths of 
ascent to the errect position from birth 
to the 4th year of life, and their re- 
lation to splanchnoptosis and the body 





form and body cavities. 118; passim. 
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HEPBURN, J.S., WARTER, P.J., & ROSENSTEIN, 

G. Liver function in arthritis, measured by 
the hippuric-acid test. 126. 

DRENCKHAHN, C.il., & ROGERS, J.C.T. Congeni- 
tal absence of the gallbladder; case re- 
Port. 128-30. 

CHAIKIN, N.W., & SCHWIMMER, D. Hepatitis in 
the course of brucella infection; report 
of a case. 130-2. 

LUST, F.J. Leiomyoma, a tumor with typical 
roentgenologieal appearance. 132. 

WEISS, S. Traumatic cholecystitis. 133. 

J., B. Objective test for circulation time 

and gastroenteric symptoms. 134. 


16. Endocrinology 


Endocrinology, 1943, 32: (April) 





BLANCHARD, E.W., STU. » Alle, & TALLMAN, 

R.C. Studies on a new series of synthetic 
estrogenic substance. 307-9. 

HYMAN, ©., & CHAMBERS, R. Effect of adrenal 
cortical compounds on edema formation of 
frogs' hind limbs. 310-18. 

HILL, B.R., & LONGWELL, B.B. Urinary steroids 
from breast cancer patients. 319-26. 

DRILL, V.A., OVERMAN, R., & LEATHEM, J.H. 


Relation of the B vitamins to ovarian funo- 


tion during experimental hyperthyroid 
ism. 327-33. : 

HUNT, T.E. Mitotic activity in the anterior 
hypophysis of female rats of different 
age groups and at different periods of 
the day, 334-9, 

HARTMAN, F.A, SMITH, D.E., & LEWIS, L.A. Ad~ 
renal functions in the opossum. 340-4, 
KRICHESKY, B., BANJAMIN, J.A., & SLATER, C. 
Inactivation of endogenous androgens by 

the hkiver én rabbits. 345-60. 

ETTINGER, G.H., & JEFFS, D. Effects in the 
dog of infusion of adrenal cortical ex- 
tract on exercise tolerance, blood con- 
stituents and adrenal cortex. 351-5. 

JONES, D.G., & LAMOREUX, W.F. Estimation of 
the size of comb on live fowl. 356-60. 

VAICHULIS, J.A. Effect of autolysis on the 
differential solubility of the princi- 
ples of the posterior lobe of the pitui- 
tary body. 361-6. 

SZEGO, C.M., & BARNES, R.H. Dietary fatty 
livers in mice and sensitivity to exo- 
genous estrogen. 367. 
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rAJANS, P. The differential diagnosis of the 
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100KE, T.B., JR. The Kenny treatment of in- 
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© — J.L. Tropical neuropsychiatry. 
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KELLEY, D.M. Classification of personnel in 
the British army. 386-02. 

MARGOLIN, S., KUBIE, L.S., ET AL. acute emo- 
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in China. 9-12. 


Milbank Mem. Fund Qe, 1543, 21: Noes. 
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expenditures among tuberculous families 
in Harlem. 158-63. 
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from natural crossing. 307. 
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LIEBERMANN, L.N., & BARSCHALL, H.H. A method 
for removing microscopic for from photo- 
graphic plates. 89. 
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the vascular system, and penetration of 
Sugars from the vascular system into 
the intercellular space. 246-55. 

DOWD, D.J., & STEVEN, D.M. An investigation 
of simple methods for diagnosing vita- 
min A deficiency by measurements of dark 
adaptation. 256-62. 

BELL, G.H. The behavior of the pregnant ute- 
rus of the guinea pig. 263-74. 

JAQUES, L.B. A Quantitative method of assay 
for thrombin and prothrombin, 275-82. 

DUN, F.T. The latency and conduction of 
= in the spinal cord of the frog. 


| 
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_JKOSTERLITZ, H.W 


BELL, G.H., CUTHBERTSON, D.P., & ORR, J, 
strength and size of bone in relation to 
calcium intake. 298-317. 
ECCLES, J.C., & O'CONNOR, W.J. Abortive ip- 
pulses at the neuro -muscular junction, 
317-28. 
DAVIES, E., & FRANCIS, E.T.B. The glycogen 
content of the frog’ S heart. 328-36, 
BULBRING, E., & BURN, J.H. Observations bear- 
ing on synaptic transmission by acetylcho- 
line in the spinal cord. 336-68, 
KATZ, B., & SCHMITT, 0.H.A. A note on inter- 
action between nerve fibres. 369-71, 
GAUNT, W.E., GRIFFITH, (1.D., & IRVING, J,?, 
The assimilation of radio~active phos- 
Phorus following phosphorus deficiency 
in rats. 372-84. 
TUERKISCHER, E., & a. E. Glycogen 
and adipose tissue. 385-4 
VOGT, M. Ovulation in the poo after de- 
struction of the greater superficial pet- 
rosal nerves. 410-16. 
FEGLAR, J. The action of curare on the respi- 
ratory centre. 417-22. 
COWARD, K.li., MORGAN, B.G.E., & WALLER, L, 
The influence of a deficiency of vitamin 
B, and of riboflavin on the reproduction 
of the rat. 423-31. 
TROWELL, 0.A. Urea formation in the isolated 
perfused liver of the rat. 432-58, 
ADRIAN, E.D. Olfactory reactions in the brain 
of the hedgehog. 459-73. 
WC GEORGE, M., SHERIF, M., & SMIRK, F.H, Ob- 
servations on the properties of s-methyl 
isothiourea sulphate, with particular ref- 
erence to the circulatory effects. 474- 
83. 
FOLLEY, S.J., WATSON, H.M.S., & BOTTOMLEY, 
A.C. Initiation of lactation in nulliparous 
heifers by diethylstilboestrol. 7P. 
SCARBOROUGH, Hi. The effect of extravascular 
suffusion of blood and of the experimen- 
tal introduction of blood and plasma on 
capillary resistance. 8P,. 
ADRIAN, E.D. Visual responses in the cat ani 
monkey. 9P. 
-, & RITCHIE, C.M. Galactose- 
l-phosphoric acid in galactose metaboliss, 
10P. 
BURNS, W. Activity in visceral nerves. 11? 
ADLER, J., BELL, G.H., & KNOX, J.A.C. An op 
tical device for recording small changes 
of pressure or volume. 12P. 
BURNS, W. Economical development of ae 
lengths of films or bromide paper. . 
MCDOWALL, R.J.S. The effect of acid and al- 
kali on muscle vessels. 14P. 
SKLADAL, J. Physiology of sudden expiration 
15P 


MCDOWALL, R.J.S. The potentiation of adrena- 
line dilatation by histamine. 17P. 
LEHMANN, H., & POLLAK, L. The influence of 
amino acids on transfer of phosphate in 
muscle extragt and on the solubility of 
Mg++ and Ca*™ salts. 17P. 

SMYTH, D.H. A haemoglobin-saline perfusion 
solution. ISP. 

YOUNG, F.G. Growth and pituitary diabetogea- 
esis. 19P. 

BARCROFT, J., & BARRON, D.H. Circulation i 
the placenta of the sheep. 20P. 


Physiol. Rev., [943, 23; Caprily 





BERRILL, N.J. Malignancy in relation to or 
gani zation and differentiation. 101-23. 
DORFMAN, A. Pathways of glycolysis. 124-36. 
7|GARDNER, W.U., & PRPEIFFER, C.A. Influence 
of estrogen and androgens on the skele- 





tal system. 139-65, 
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39. Psychology; Mental Hygiene 


—jn. J. Psychol., 1943, 56: (April) 





STRATTON, G.M., & IENRY, F.M. Emotion in 
Chinese, Japanese, and whites; racial 
and national difference and likeness 
in psychological reactions to an emotion- 
al stimulus. 161-80. 

gonoY, C.B. Variations in the time required 
for skilled operators to perform a sim- 
ple motor task. 181-94. 

CATTELL, R.B. Fluctuation of sentiments and 
attitudes as a measure of character inte- 
gration and of temperament. 195-216. 

RAMSEY, G.V. The sexual development of boys. 
217-33. 

BLAIR, G.W.S., & COPPEN, F.M.V. The estima- 
tion of firmness in soft materials. 234- 


46. 
WILLIAMS, S.B., & WILLIAMS, E. Barrier-frus- 


tration and extinction in instrumental I+ 


learning. 247061. 
BONNER, M.R. Changes in the speech pattern 
under emotional tension. 262-73, 
SCHLOSRERG, H., & KATZ, A. Double alternation 
lever-pressing in the white rat. 274-82. 


PRENTICE, W.C.H. Retroactive inhibition and j{3) 


the motivation of learning, 283-92. 
PILLSBURY, W.B., & RAUSH, H.L. An extension 
of the KShler-Restorff inhibition phenom- 
énon, 293-8, 
THORNDIKE, E.L. On the specialization of 
carelessness. 299, 


Brit. Je pduc. Psychol., > le: (Feb. 


BURT, C. Is the doctrine of instinct dead? 
a symposium. 148. 


Brit. J. uc. chol., ’ : (Mar. 


BURT, C. Is the doctrine of instinct dead? 
@ symposium. 1. 

TUDHOPE, ¥.B. A study of the training col- 
lege final teaching mark as a criterion 
of future success in the teaching pro- 
fession. 16-23, 

MC CLURE, A.G. Effects of air raids on school 
children. 24-9. 

MILVERTON, F.J. An experimental investiga- 
tion into the effects of physical train- 
ing on personality. 30-8. 

RALLISON, R. The interests of senior school 
children in non-scienttfic subjects. 39- 


ALLPORT, G.W. Personality; a psychological 
interpretation. 48-50. 





J. Appl. Psychol., 1945, 27: (Feb.) 


LINK, H:C. The Sth nation-wide social experi-~ 
mental survey. 1-11. 

WOODARD, P. an experimental study of trans- 
fer of training in motor learning. 12-32. 

GHISELLI, E.E. The use of the Minnesota Rate 
of Manipulation and O'Connor Finger Dex- 
terity Tests in the selection of package 
Wrappers. 33. 

SLIM, M.L. Selection of sewing machine ope- 
Tators. 35-40. 

ALLAN, M.E., & YOUNG, F.M. The constancy of 
the intelligence quotient as indicated 
by retests of 130 children. 41-60. 

WZUBA, C. An outline for the systematic and 
qomehaasive study of a personality. 6l- 


BUCK, J.N. The JNB Psychograph. 65-74. 


MIKESELL, W.H. Psychology in Kansas high 
schools, 75-82. 

GEIEE, W. The prediction of differential 
achievement in a technological college. 
88-92. 


\IBARNETTE, W.L., JR. Interests of business 


college students; an indirect valida- 
tion of the strong blank. 93-100, 

ROSBY, R.C. Scholastic achievement and 
measured interests. 101-3. 

WELL, N.J. Relation of order of appearance 
to mark in oral tests. 104-8. 
CHE, G. A binocular reading test. 109-13. 


J. comp. Psychol., 1945, 35: (April) 


HUMPHREYS, L.G. The strength of a Thorn- 
dukian response as a function of the num- 
ber of practice trials. 101-10. 

COGAN, D.G. The waltzing (circling) phenome- 

non in rabbits. 111-17. 

SPAET, T., & HARLOW, H.F. Solution by rhesus 
monkeys of multiple sign problems utiliz- 
ing the oddity technique. 119-32. 

BITTERMAN, M.E., & WARDEN, C.J. The inhibi- 
tion of convulsive seizures in the white 
rat by the use of electric shock. 133-7. 

SIEGEL, P.S. Drive shift, a conceptual and 
experimental analysis. 139-48. 

SCHNEIRLA, T.C. The nature of ant learning; 
the intermediate stage of segmental maze 
adjustment. 149-76. 

ROUSE, R.O. The oscillation function in com- 
pound trial-and-error learning. 177-86. 





_JPORTER, E.H., & BIEL, W.C. Alleged regressive 


behavior in a two-unit maze. 187-95. 

GEIER, F.M., & TOLMAN, E.C. Goal distance 
and restless activity; the goal gradient 
of restless activity. 197-204, 

YOUNG, M.L., & HARLOW, H.F. Solution by rhe- 
sus monkeys of a problem involving the 
weigl principle using the oddity method. 
205-17. 

}DOVE, W.F. The relative nature of human pref- 

erence, with an example in the palatabil- 

Hh, 4 different varieties of sweet corn. 


-|FINGER, F.W. Factors influencing audiogenic 


seizures in the rat; heredity and age. 
227-32. 








J. Gen. Psychol., 1945, 28: (April) 


ISKER, G.W., & KNOX, G.W. Pharmacological 
shock therapy as a psychobiologieal prob- 
lem. 163-79. 

ARREN, A.B., & BROWN, R.H. Conditioned ope- 
rant response phenomena in children. 181- 


. 
ANDREWS, T.G. A factorial analysis of re- 


Sponmses to the comic as a study in person- 
ality. 209-24, 

HERTZ, M.R. Personality patterns in adoles- 
cence as portrayed by the Rorschach ink- 
blot method; the Erlebnistypus (a norma- 
tive study) 225-76. 

STAVRIANOS, B.K. Am experimental investiga- 
tion of retention when items within a list 
are given different amounts of practice. 
277-95. 

ANASTASI, A., & FOLEY, J.P., JR. An analysis 
of spontaneous artistic productions by 
the abnormal. 297-313. 


40. Public Health; Sanitation 








7 Bol. Of. san.panamer., 1545, 22: 
NAJERA, L. El Calendario nacional como instru- 








mento de propaganda sanitaria. 103-6. 
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MENESES if0YOS, J. Contribuciones mas impor- 
tantes al adelanto de la cardiologia efec-} 
tuadas recientemente en el Continente 
americano,. 107-21, 

CONTROLE de Stegomyia (aedes aegypti) nos 
portos brasileiros. 121. 

NORMAS para el diagnostico. 126; passim. 

TICE, L.F., & SMITH, A.E. La nieva Farmado- 
pea. 144; passim. 





Bull. ityg., Lond., 1943, IS: (Feb.) 


BEDFORD, T. Industrial ventilation in war; 
a review. 91-100. 

MEDICAL RESEARCL C OUNCIL.: Sonne dysentery 
in a nursery School, 114, 





llygeia, Chic., 1943, <I: 
FISHBEIN, 
334 


(May) 

M. The health problems of industry. 

TRIMBLE, A. Nurses and those they serve. 335- 
7. 


CARLSON, A.J. The older worker. 375. 

BERENS, C. Tired eyes. 340. 

MYERS, J.A., & DUSTIN, V.L. Control of tuber- 
culosis. 342; 389. 

BOCK, A. V. Civilian fitness, 344. 

TYLER, J.W. Five billion days off. 347. 

LAUTZ, A. Factors in nutrition. 348. 

WINTERS , S.R. Yhat's a hair's _ 350, 

PURTHREY , A.C.H. Flying doctors. 352 

GOOOMAN, li. Nail care. 354. 

HOCKENSMITH, E.M. Army Safety engineers. 356. 

GROSS, M.Z. The food we eat. 358-60. 

WALTERS, P.M. We won't starve. 364-71. 

BAUER, W.W. What people are thinking about 
health, 372. 

RICHARDSON, F.. The oversolicitous mother. 

MC KINNY V.B. Your child's hearing; a pro- 
gram for testing the hearing of all 
school children gets health results. 393- 





“J. R. Inst. Pub. Health, 1943, 6: (Mar.) 


DRUMMOND, J.C. Problems of war-time nutri- 
tion; measures taken to maintain a good 
nutritional condition of the people in 
war time. 66-73. 

HEALTH and the design of dwelling houses. 
74-6. 

WESTMINSTER; public health report. 77. 

SOMERSET; public bealth report. 77. 

GLASGOW; public health report. 78-80, 





Med. off., Lond., 1943, 69: (War.) 


AITKEN, R.S. Specialism and medical education, 
8 


NATIONAL milk testing and advisory scheme. 
84 


CLARK, D.S. Science and health. 85. 





“pub. Health, Lond., 1942-43, 86: (Mar.) 


BURNHAM (A) scale for hospital nurses. 64. 
MACKINTOSH, J.M. The teaching of preventive 
medicine in the United States. 65-8. 
RITCHIE, J. Training in public health. 68- 

70. 


CAIRNS, J.G. Some points about tuberculosis 
in war-time. 70. 


Statist. Bull. Metrop. Lite Insur., 1943, 
24: No.3. 


HEALTH progress over 75 years. 1-5. 
OUR CUANGING population, looking back 75 
years. 5-7. 


wa > ty birth anit health record in 1942, 


FOOD poisoning in wartime. 9, 


41. Radiology; Phototherapy 





J. Docum,. Reprod., : Se 


> . 
TATE, V.D. 
38 


. 
Microphotography in wartime, 129. 
. 

TUCKER, S.J. Further notes 


on _—— ho 
phy in anthropology, 139-4 = 


RUSH, N.O, Notes on buildin . readi 
chine. 146-9, 7” == 





Ratiology, 1943, 40: (april) 

RIWADS, P.S. The probable incidence and clip 
ical features of virus pneumonia. 327-3, 

SAPHIR, ©. Pathological changes in so-called 
atypical pneumonia. 339-43. 


|MC CARTHY, P.V. Primary atypical pneumonia 


of unknown etiology. 344-6. 
CURTZWILER, F.C., & MOORE, B.E. Primary aty- 
Pical pneumonia of inknown etiology. 


HUFFORD, C.E., & APPLEBAUM, A.A. Atypical 
Pneumonia of probable virus origin,35l- 
6l. 

EVANS, W.A. Echinococcus cyst of the Lung, 
367 

HAWES , L.B., & MEAD, S. Posterior displace- 
ment of the calcified Pineal in subten- 
torial brain tumors. 367-70. 

GRIFFIN, E.P., GIANTURCO, C., & GOLDDERG, §, 
A stereoscopic method for ,the localiz- 
tion of intraorbital foreign bodies, 3l- 
+ 


ATLEE, Z.J., & TROUT, E.D. A stury of roent- 
en-ray distribution at 60-140 Kv. P. 3% 


HAWLEY, S.J. Increased filtration for diag- 
nostic purposes. 387-90. 

NOLAN, J.F., & QUIMBY,- E.1i. Dosage calcula- 
tions for various combinations of paras 

metrial needles and intracervical tanies, 

391-402, 

SHELDON, F.B. Long pulmonary retention of 

lipiodol,. 403, 








HORWITZ, M. Osteopathia condensans dissem- 
inata, osteopoikilosis, 404-7. 
ATYPICAL (virus) pneumonia. 408. 


43. Surgery; Traumatology 





Ann. Surg., 1943, I17: (april) 


BLAKEMORE, A.fi., LORD, J.W., JR., & STEFE, 

P.L. Restoration of blood flow in 
arteries; further studies on a nonsuture 
method of blood vessel anastomosis. 48l- 


97. 
HINTON, J.W. The intractable duodenal ulcer; 


evaluation of surgical procedures. 498- 
5ll. 


_JMULHOLLAND, J.H., CO TUI, .ET AL. Nitrogen 


metabolism, caloric intake and weight low 
in postoperative convalescence; a stuly 
of 8 patients undergoing partial gas- 
trectomy for duodenal ulcers. 512-34. 
BERMAN, J.K., HOUSER, A.D., & KURTZ, W.d- 

Preoperative scrubbing in abdominal sut- 
gery; experimental studies, 535-43. 
MUNRO, D. The late effects of craniocere- 
bral injuries; a consideration of the 
criteria necessary to evaluate the pos- 
sible causes. 544-61. 
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ITZ, AR. vechanisms of head injury. 562- 
HCH R.H. Rorensic aspects of burns; 
ial reference to appraisal of termi- 
nal disability. 576-84. 
wanes, Se Minimal criteria required to 
ve causation of traumatic or occupation- 

al neoplasms. 585-95. 

mriG, A-Te, & SHELDON, W.H. Minimal crite- 
ria required to prove prima facie case 

of traumatic abortion or miscarriage; an 
analysis of 1000 spontaneous abortions. 
596-606. ; 
oSLIN, B.P.. The relation of trauma to ‘lia- 
petes. 607-22. 

mRITT, H.fl., SOLOMON, H.C. Relation to 
trama to syphilis of the nervous system. 
623-31. 

SENBLATT, M.S., & WOOLLEY, P.V., JR. llydro- 
mtrocolpos in infancy. 635. 

NGETT, J.B. AN improved tosel clip. 637. 





Wy. cir. B. Aires, 1942, 21; (Oct.) 


ODRIGUEZ, A. Tumores mixtos de la parotida. 
433; 471. 

INOCHIETTO, R. Coledoco; importancia quir- 
urgica «le su porcion pancreatica. 461-70. 

GUTIERREZ, A. Incontinencia de orina; su 
tratamiento por la torsion de la uretra 
0 por Su desplazamiento. 5U2-5. 


44. Therapeutics 


fev. argent. anest., 1942, 4: (Dec.) 





MSI, J.A. La anestesia en neurocirugia. 

133-46, 

BISTOS, F.M. El Signo positivo de la burbuja 
ode la espuma en la anestesia epidural. 
147-60. 

LLUESMA URANGA, E. Anestesia del ganglio 
estelar; metodo, tecnica, complicaciones, 
indicaciones, estadistica; a proposito 
de 544 observaciones. 150-70. 

SOLACHE, E.A., & PENIN, R.P. La anestesia 
extradural en la operacion cesarea. 171- 


DESPONTIN, A.E., & QUESADA, R. Tiempo de 


protrombina en la anestesia raquidea con 
percaina. 176-82, 


45. Tropical Medicine 





J. Trop. MN. Hyg., Lomd., 1042, 45: (Sept.) 


= i Food and vitamin B deficiencies. 

CANSTON, F.G. artificial interference with 
molluscan life in rivers. 131. 

WSQUITO and insect-borne diseases. Suppl. 





Tr. R.Soc. Trop. Nellyg-, Lond., 1942-45,36: 
(Mar.) 


FAIRLEY, N.H., & BOYD, J.S.K. bDysenter 

eli. » JS.K. y in 
the middle East with Special reference to 

, Sulphaguanidine treatment. 253-86. 

ee E.C. Child mortality in Lagos, Nigeria) 


=303, 
MIriEa, R., & MARBERG, K. The bactericidal 


effect of tin and its application to the 


‘treatment of typhoid fever. 305-18. 





46. Tuberculosis 


Beitr. n. 


o> + t crofilm) 


1 
MAININI, C. Die rechtzeitige Kollapstherapie 


der Lungentuberkulose. 365-8. 

M@LLGAARD, H. Ueber den therapeutischen vert 

des Sanocrysins auf Grund vergleichender 

klinischer Untersuchungen. 369-78. 

NEERGAAED, K.VON. Zum Problem der endogenen 

Reaktivierung der Tuberkulose. 379-84. 

OLMES DE CARRASCO, Die TuberkulosebekAmpfund 

im Neuen Spanien. 385-8. 

PETZOLD, G. Ergebnisse von funktionellen un- 

tersuchungen an 50 thorakoplastischen 

Operationen. 389-408, 

SCHULTE-TIGGES, Il, Die Bedeutung von auffal- 
lenden Spontanheilungen bei Lungentuber- 

kulose. 409-36. 

STEPP, W., & SCHROEDER, H. Einiges ttber Ern&br- 
ung und Resistens, insbesondere bei Tuber- 

kulosekranken. 437-44. 

— H. Tuberkulose und Lebensalter. 445- 
5 


. 
ALEXANDER, Il. Atelektatische Vorglinge bei 
Kavernenheilung und Infiltrierung. 451-6. 
AROLD, C. Ueber die Tuberkulose der Zunge. 
457-65. 
JUNGHANNS, H. Kurzer Abriss ther die anzeigen 
mir Operation bei Erkrankungen von Brust- 
fell und Lungen. 466-74. 
MICHELSSON, F. DarmlAabmung nach extrapleural- 
er Thorakoplastik. 475-84. 
SCHEDTLER, 0. ASthma bronchiale und Lungen- 
tuberkulose. 485-91. 
TRAUTWEIN, ll. DySozydative Carvonurie und 
der Harnquotient C:N bei Lungentuberku- 
lose. 492-6500. 
WITTE, H.ll., Ueber Behandlung von Lungentuber- 
kulJsen mit Neosolganal. 501-6. 
KUP, J. Ueber die endikrine Grundlage der 
Bluterbereitschaft bei Tuberkulésen. 507- 


PAOLUCCI, R. Veber die Behandlung nichttuber- 
kulbser Lungeneiterungen. 513-16.. 
GERSTENBERG, H.W., & REINWAIN, H. Symptoma- 
tische thrombopenische Purpura bei Milz- 
tuberkulose, 5)7-22. 

HEINKELE, T. Beitrag zu dem klinischen Bilde 

der Endarteriitis productiva der kleinen 

Lungenarterien. 523-31. 

ZARMEBA, H. Rippenneubildung nach Obelappen- 
Plombierung mit Zurlick-klassung des Peri- 
osts auf der Lunge. 532-4, 

BONSOORFF, K. Intrapleurale Pneumolyse (300 
a.m. Jacobdus behandelte Lungentuberku- 
losefAlle) 535-66. 

FLOGGE, M. Weisses Blutbild und Blutsenk- 
ung bei der Kavernensaugdrainage, 567- 
76. 

HECHT, li. Magenbeschwerden bei Lungentuber- 
kulose und Magenblutungen nach thorako- 
Plastik. 577-94. 

PEGEL, 1. Untersuchungen tiber Pickofs Modi- 
fikation des Meerschweinchen-versuches. 
695-600. 

RIX, E., & SCHEDTLER, 0. Experimentelie 
Untersuchungen tiber die Beeinflussung 
der Tuberkuloseinfektion durch Di&mpfe 
aromatischer Kohleswasserstoffe (Benzol 
und Xylol) 601-14. 

ORSOS, F. Ergebnisse der Korrosionsmethode 
bei Lungenerkrankungen, insbesondere bei 
Tuberkulose. 615-48, 

ICORONINI, C. Tuberkelbacillenziichtungen aus 
dem Lebendblute, insbesondere won Rheuma- 
tikern im Lichte der Statistik. 649-80, 

LANDEN, H.C. Die Praxis der Lungenfunktions- 





prifung. 681-8. 
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48. Venereal Diseases; Sexology 


Vener. 01s. Inform., 19405, 24: (April) 





MAHONEY, J. F. Requirements of premarital 
legislation as they apply to the labora- 
tories and commissioned medical officers 
of the arme:i services and of the United 
States Public llealth service. 105-7. 


SHAFFER, L.W. Present status of the intensi ve} | 


arsenotierapy of early syphilis, (08-13. 
SUAFFER, L.W. Criteria of reinfection in 
syphilis. 113-15. 


49. Veterinary Medicine 


Am. J. Vet. Res.,, 1943, 4: (april) 





PHILLIPS, R.W., KNAPP, B., JR., ET AL. Sea- 
sonal variation in the semen of bulls. 
115-19. 

BEESON, W.M., PENCE, J.W., & HOLM, G.C. Uri- 
mary calculi in sheep. 120-6. 

SCHUWEIGER, L.B., TRAINER, 0., & EVELETI, D.F. 
Isolations of facillus subtilis from acti- 
nobacillosis-like lesions in cattle and 
sheep. 127-33. 

ANDBERG, W.G., & WEIRETHER, F.J. The effect 
of chemotherapeutic agents on the normal 
bovine mammary gland; the effect of Novwo- 
xil. 134-42, 

HAMMOND, 0.M., & BARTLETT, 0.E. The distri- 
bution of Trichomonas foetus in the pre- 
putial cavity of infected bulls. 143-9, 

BOUGHTON, 0.C., & DAVIS, L.R. The experiment 
with sulfaguanidine in the treatment of 
Maturally acquired bovine coccidiosis. 
150-4. 

HUTCHINGS, L..S., & HUDDLESON, I.F. Determin- 
ation of the number of Brucella abortus 
Organisms reyuired to infect guinea pigs 
and cattle. 155-61. 

HART, G.H., GOSS, H., & GUILBERT, H.R. Vita- 
min A deficiency not the cause of joint 
lesions tn horses. 162-8, 

CAMERON, H.S. Brucellosis in swine; tie in- 
terpretation of low titer reactions in 
ce, and field infections. 169- 

KATES, K.C. Development of the swine thorn- 
headed worm, Macradanthorhynchus hiru- 
— in its intermediate host. 173- 

SLANETS, C.A. The adequacy of improved stock 
diets for laboratory animals, 182-9, 

CUNNUNGHAM, C.H. Paratyphoid infection in 
quail. 190-3. 

SANDERS, R.G., POMEROY, B.S., & FENSTERMACHER 

R. Cross-agglutination studies between Sal- 
monella pullorum and other microorgan- 
isms isolated from turkeys positive to 
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Microfilm copying of the periodical literature of the Army Med- 
ical Library was begun by Bibliofilm Service of the U.S. Department of 
Agriculture in 1936 and continued until September 1940 when an inde- 
pendent service under the auspices of the Friends of the Army Medical 
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upon it in the present emergency, additional equipment and enlarged 
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